PA Postal Worker Richard Hopkins Can't Figure Out If He Saw 
Voter Fraud Or Not, Keeps Recanting 
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Richard Hopkins's claim that a postmaster in Erie, Pa., instructed postal workers to backdate ballots 
mailed after Election Day was cited by Sen. Lindsey O. Graham (R-S.C.) in a letter to the Justice 
Department calling for a federal investigation. Attorney General William P. Barr subsequently 
authorized federal prosecutors to open probes into credible allegations of voting irregularities and 
fraud, a reversal of long-standing Justice Department policy. But on Monday, Hopkins, 32, told 
investigators from the U.S. Postal Service’s Office of Inspector General that the allegations were not 
true, and he signed an affidavit recanting his claims, according to officials who spoke on the condition 
of anonymity to describe an ongoing investigation. 


However, according to Hopkins, he did not recant his claims, as the WASH times reports: 


“lam right at this very moment looking at an article written by the Washington Post. It says that | 
fabricated the allegations of ballot tampering,” Mr. Hopkins said in a video posted on Twitter. “I am here 
to say that | did not recant my statements. That did not happen. That is not what happened.” 


However, audio released by Project Veritas, linked below, show Hopkins recanting his claim that ballot 
tampering occurred. In short, we don’t know what really happened. The man can’t keep his story straight. 
First, he swears in an affidavit that there was ballot tampering, which is cited by Republicans as evidence of 
voter fraud in PA. Then, he recants the allegation, and swears to it. Then he claims he never recanted the 
allegation of ballot tampering, even though we have him swearing to it on video. This man is a liar and 
nothing he says can be trusted; the burden of proof is on him to prove tampering occurred and so far, he has 
simply exposed himself as an attention seeker. Exit, Richard Hopkins. 


Links 


Denies recanting: https://www.washingtontimes.com/news/2020/nov/10/richard-hopkins-pennsylvania-postal- 
worker-recants/ 
Archive: https://archive.vn/ZuFVM 


Oversight thread: https://twitter.com/OversightDems/status/1326289047933816836 
Archive: https://archive.vn/AWFWF 


Fabrication: https:/Awww.washingtonpost.com/investigations/postal-worker-fabricated-ballot- 
pennsylvania/2020/11/10/99269a7c-2364-11eb-8599-406466ad1b8e_story.html 
Archive: https://archive.vn/9OINB 


Trump: https://twitter.com/realDonald Trump/status/1326347841476890627 
Archive: https://archive.vn/f8Y EZ 


Denies summary: https://www.usatoday.com/story/news/politics/elections/2020/11/11/only-2-late-ballots- 
postmarked-nov-3-came-erie-postal-facility/6246606002/ 
Archive: https://archive.vn/p2li9 
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Audio recording: https://www.washingtonpost.com/investigations/postal-worker-hopkins-ballot- 
pennsylvania/2020/11/11/c9b70eda-2470-11eb-8599-406466ad1b8e_story.html 
Archive: https://archive.vn/6cEUV 


Doesn't matter: https://www.independent.co.uk/news/world/americas/us-election-2020/trump-pa-postal-fraud- 


richard-hopkins-erie-b1721107.html 
Archive: https://archive.vn/Svpxl 
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